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AMERICAN CATARACT CENTRIFUGAL PUMPS. 


West and Du Vallon are the Sole 
Agents for the American Cataract Centrifugal 
Pump. 

The capabilities of this Pump for dis¬ 
charging large quantities of water are truly 
wonderful. 

There are two kinds: the Vertical Pump 
is placed in the liquid to be raised. 

The Horizontal Pump is placed above 
the liquid; when the depth of the liquid below 
the Pump is considerable, it is fitted with 
small Hand Pump, to fill the Suction Pipe 
before starting. 


Size of Dis¬ 

Capacity 

Vertical. 

charge Pipe. 

per Min. 

Price. 


Inches. 

Gallons. 

£ 

X. 

d . 

1$ .... 

IOO ' .... 

7 

0 

0 

2 .... 

250 .... 

12 

IO 

0 

2\ .... 

350 •••• 

14 

10 

0 

3 • • 

500 - 

15 

IO 

0 

4 .... 

700 .... 

2 3 

0 

0 

5 • • • • 

1000 .... 

30 

0 

0 

6 .... 

2500 .... 

36 

0 

0 

7 .... 

3000 .... 

45 

0 

0 

8 .... 

4000 .... 

55 

0 

0 

IO .... 

6500 .... 

70 

0 

0 




Portable Pump in Copper or Galvanized Iron, 7 
feet under spout, wrought-iron handle, brass bucket 
and valve. 


Diameter 

Copper. 

Galvanized Iron. 

of Pump. 

£ * 

£ s. d. 

2 in. .... 

O 

O 

M 

to 

250 

3 v • • • • 

600 

0 

0 

4 „ 

00 

0 

0 

..450 

These Pumps 

can be fitted with flanged ends, 


or sliding suction pipes from 6 feet to 12 feet long 
enable the suction pipe to be lengthened as the fall 
of the liquor may require. 

HYDRAULIC RAMS, 



Self acting, for supplying water to Mansions, &c., from a stream or river. 


STEAM PUMPS, DOUBLE-ACTING PUMPS for hot or cold liquor, &c. 


WEST AND DU VALLON 


(LATE SIEBE, WEST, AND CO.), 

HYDRAULIC AND PNEUMATIC ENGINEERS, MILLWRIGHTS, COPPERSMITHS, &C., 

MASON STREET, WESTMINSTER BRIDGE ROAD, LONDON, S.E. 


Works : BIRMINGHAM. 3 « 
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PUMPS, AIR PUMPS , ETC. 



PUMPS, A.TJEI PUMPS, <Sco. 

BRASS BARREL DEEP-WELL PUMPS, 

WITH DOORWAYS TO GET AT VALVES. 


Diameter 

Single Barrel. 

Double Barrel. 

Treble Barrel. 

of Pump. 

£ 

s. 

d. 

£ 

/. 

d. 

£ 

/. 

d. 

2 .... 

6 

15 

0 .... 

12 

10 

0 .... 

18 

0 

O 

2 j • • • • 

10 

10 

0 .... 

15 

0 

0 .... 

22 

O 

O 

3 • • • • 

12 

O 

0 .... 

18 

0 

0 .... 

25 

O 

O 

3 i • • • * 

*5 

O 

0 .... 

21 

0 

0 .... 

3 ® 

O 

O 

4 • • • • 

18 

O 

0 .... 

*5 

0 

0 .... 

38 

O 

O 

5 • • • • 

22 

0 

0 .... 

3 ® 

0 

0 .... 

50 

O 

O 

6 .... 

26 

0 

0. .... 

35 

0 

0 .... 

85 

O 

O 


AIR PUMPS WITH OR WITHOUT STEAM ENGINES ATTACHED. 

AIR PUMPS CONSTRUCTED TO FINISH AT PISTON ROD 
FOR CONNECTING TO OTHER MACHINERY. 


West and Du Vallon, having a large assortment of Wheel patterns, are prepared to supply Cast- 
Iron Pulleys, Spur, Bevel, or other Wheels, either in the rough, turned, bored, and key-seated, at a 
very short notice. 

WROUGHT-IRON SHAFTING AND COUPLINGS, POLISHED OR 
BLACK, Cast-Iron Plummer Blocks, and Gun-metal Bearings. 




MANUFACTURERS OF STEAM ENGINES, HORIZONTAL, 
VERTICAL, HIGH AND LOW PRESSURE, AND CONDENSING, 
ALSO WITH IMPROVED VARIABLE EXPANSION AND EQUI¬ 
LIBRIUM VALVES. 

STEAM BOILERS ON THE VERTICAL, TUBULAR, AND 
CORNISH PRINCIPLES. 



MANUFACTURERS OF HYDRAULIC PUMPS, HYDRAU¬ 
LIC LIFTS, HYDRAULIC PRESSES, PNEUMATIC RAIL¬ 
WAYS, VENTILATING MACHINERY FOR MINES AND 
BUILDINGS, BLOWING FANS, EXHAUST FANS, &c. 

SINGLE OR DOUBLE ACTING AIR PUMPS FOR 
VACUUM OR PRESSURE, EITHER VERTICAL OR 
HORIZONTAL, as applied for Coal Cutting and Rock 
Boring Machines, Tunnelling, Ventilating, Sugar Refineries, 
Chemical Works, and other purposes. 

W. and D. guarantee their Air Pumps to produce 29 inches 
of vacuum, and to compress air up to 590 pounds on the square 
inch. 


WEST AND DU VALLON 

(LATE SIEBE, WEST, AND CO.), 

HYDRAULIC AND PNEUMATIC ENGINEERS, MILLWRIGHTS, COPPERSMITHS, &C., 

MASON STREET, WESTMINSTER BRIDGE ROAD, LONDON, S.E. 
Works: BIRMINGHAM. 
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LIFTING JACKS. 


411 


XjIFTHSTO JACKS. 


These Machines are so extremely useful, and save so much time, that no employers of labour 

should be without them. 



HALEY’S PATENT LIFTING JACK. 



IN WOOD 

OR 

IRON FRAMES. 

Price. 


No. 

WiU run out 


Will lift 

£ s. 

d. 

I 

.... 113m. 

. . 

2 tons. 

4 15 

0 

2 

• • • • 13 » • • 

. . 

4 » .... 

S S 

0 

3 

...» 3 w ** 

. . 

6 ,, .... 

6 0 

0 

4 

.... 13 » •• 

. • 

8 ,, .... 

7 S 

0 

5 

.... 13 » • • 

•• 

10 ,, .... 

8 10 

0 


TRIPOD JACKS. 

Price. 


No. 

Height drawn. 


Will lift 

£ s- 

d. 

1 

.... 1 ft. 0 in. 

. . . 

. 2 tons. 

I 15 

0 

2 

- 1 6 „ 

. . . 

. 4 „ - 

2 10 

0 

3 

.... 2 „ O „ 


. 6 „ - 

3 15 

0 



West and Du Vallon manu¬ 
facture every description of copper 
work at the lowest remunerative 
prices. 

Copper Pipes* from f inch 
to 5 inches diameter, kept in 
stock. 

Washers, Flanges, Cross 
Pieces, Tees, U or Y Pieces, 
square and round Elbows, Basin 
and Sink Plugs, Screwed Ends 
and Connections. 




COPPER STILLS. 

For Chemical Works, Laboratories, Dye Houses, Distil¬ 
leries, &c., &c. 

Copper Syphons and Measures, for Brewers, Distillers, 
&c.; Copper Funnels, &c. 



COPPER STEAM COILS, 
COPPER ATTEMPERATORS, &c. 


WEST AND DU VALLON 


(LATE SIEBE, WEST, AND CO.), 

HYDRAULIC AND PNEUMATIC ENGINEERS, MILLWRIGHTS, COPPERSMITHS, &C., 

MASON STREET, WESTMINSTER BRIDGE ROAD, LONDON, S.E. 

Works : BIRMINGHAM. 3 0 2 
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ICE-MA KING MA CHINER Y. 


IOE-M-AuK:ilSrO 



West and Du Vallon are sole manufacturers of this patent machinery for the manufacture of 
transparent block ice for commercial purposes. The ice can be made for 5 s. per ton. 

The Machines are constructed to produce from 25 lb. hourly to 50 tons daily . 

Apparatus for the manufacture of ice in small quantities, for hotels, clubs, hospitals, passenger and 
troop ships, &c. 

Apparatus to make fancy ices, to cool wines, soda-water, lemonade, and drinking water. 

The cooling of air or liquids for the salting and preserving of meat, cooling meat-markets in 
summer, dairies, &c. 

For the extraction of paraffine from oils, the solidification of fatty or composite matters, and for 
all purposes where an evolution of heat is desirable. 

For refrigerating wort in breweries, &c. 

Ice can be made in blocks from 3 to 12 feet long, 3 feet wide, and from 2 inches to 3 feet thick, 
as transparent as the finest plate glass. These blocks weigh from 20 lb. to 2 tons each. 

500,000 cubic feet of air cooled hourly to the freezing point. 

W. and D. are also makers of soda-water machinery and apparatus in connection therewith. 

Illustrated Catalogue, 12 Stamps. 

Ice Safes and Refrigerators, &c. 


WEST AND DU VALLON 

(LATE SIEBE, WEST, AND CO.), 

HYDRAULIC ANI) PNEUMATIC ENGINEERS, MILLWRIGHTS, COFPERSMITHS, &C., 

MASON STREET, WESTMINSTER BRIDGE ROAD, LONDON, S.E. 

Works : BIRMINGHAM. 
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COPPERS AND PANS. 
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COPPER UTEWSILS. 




SLUICE VALVES, BRASS SLIDES, AND 
SEATINGS. 

LEAD PIPES AND SHEETING. 
LEAD CISTERNS FOR INSIDE WOOD 
TANKS. 


West and Du Vallon are manufacturers of every description of Water 
Pumps, Gearing, Irrigating, and Drainage Machinery, &c. 


WEST AND DU VALLON 

(LATE SIEBE, WEST, AND CO.), 



HYDRAULIC AND PNEUMATIC ENGINEERS, MILLWRIGHTS, COPPERSMITHS, &C., 

MASON STREET, WESTMINSTER BRIDGE ROAD, LONDON, S.E. 

Works: BIRMINGHAM. 
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TANKS. 


T^nsriKS- 

These Tanks are carefully stayed inside 
to resist the pressure of the fluid, and the 
plates are carefully bolted and jointed 


GALVANIZED WROUGHT-IRON TANKS. 

These Tanks are made to hold from io gallons 
upward. 

Estimates given for Tanks to hold any 
Quantity. 

WEST AND DU VALLON’S WROUGHT-IRON CON¬ 
DENSING TANK. 

A valuable acquisition to every Boiler. The exhaust steam 
enters at A, and the cold water at B, any uncondensed steam 
escaping at C ] water is heated to nearly boiling point before 
entering the Boiler ; it is fitted with gauge to show water level 
and manhole for cleansing. 

CONTRACTORS’ CAST- 
IRON BOILING PAN FOR 
TAR, PITCH, &c. 


CAST-IRON GIRDERS. 

West and Du Vallon are also manu¬ 
facturers of Hoisting Crabs, Jib Cranes, 
Improved Bourdon Gauges for Steam, 
Hydraulic Pressure, or Vacuum. 

WEST AND DU VALLON 

(LATE SIEBE, WEST, AND CO.), 

HYDRAULIC AND PNEUMATIC ENGINEERS, MILLWRIGHTS, COPPERSMITHS, &C., 

MASON STREET, WESTMINSTER BRIDGE ROAD, LONDON, S.E. 

Works : BIRMINGHAM. 
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